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Message Text 

CONFIDENTIAL 

PAGE 01 BRUSSE 01669 271524Z 
ACTION NRC-07 

INFO OCT-01 EUR- 1 2 ISO-OO NSCE-00 ACDA-12 CIAE-00 
INR-07 10-13 L-03 NSAE-00 EB-08 OES-07 SOE-02 
DODE-OO DOE-11 SS-15 SP-02 SSO-OO INRE-00 /100W 

057900 271526Z/43 

O 271526Z JAN 78 

FM AMEMBASSY BRUSSELS 

TO SECSTATE WASHDC IMMEDIATE 4518 

CONFIDENTIAL BRUSSELS 01669 

E.O. 11652: GDS 

TAGS: ENRG, TECH, BE, IT, SZ 

SUBJECT: PHYSICAL SECURITY MEASURES AT DESSEL 
NUCLEAR FACILITIES 

REF: (A) STATE 19094; (B) BRUSSELS 695 

1 . HERPELS, DIRECTOR OF NUCLEAR AFFAIRS, MFA, INFORMED 

US BY LETTER DATED JANUARY 26 THAT THE PHYSICAL SECURITY 
MEASURES TAKEN BY FRANCO-BELGE DE FABRICATION DE COMBUS- 
TIBLES S.A. AND BY BELGONUCLEAIRE S.A., BOTH LOCATED AT 
DESSEL, BELGIUM, MEET THE REQUIREMENTS NORMALLY ENVISAGED 
WITH RESPECT TO THE SIX POINTS MENTIONED IN PARAGRAPH 4 
OF REFTEL. DETAILS CONCERNING THE NATURE OF THESE MEASURES 
WILL BE FURNISHED SUBSEQUENTLY IF WE SO WISH. 

2. HERPELS ASSURED US IN FOLLOWON CONVERSATION THAT 
PROTECTIVE MEASURES TAKEN AT THE TWO FACILITIES WERE 
OF AN EVEN HIGHER LEVEL THAN THOSE PROVIDED AT THE 
MOL SITE. OLSEN 
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